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REF PE CHANGE PROPOSAL PE- 14 DTD 7 NOV €0. THIS 
PROPOSAL WAS APPROVED BY FOG FOR QTY 
OF 10 EA. SUBSEQUENT TO DELIVERY THESE CONTAINERS 
HAVE BEEN USED IN TRANSPORTING INSTRUMENTS TO 


25X1 A 


WHO CURRENTLY HAVE 2 ON HAND AND HAVE REQUESTED THAT 
THIS ITEM BE AUTHOR 1 7ED ON SLOE. IF APPROVED FOR 
WE FEEL THAT! 


ALSO 
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SHOULD BE AUTHORIZED 2 EA AND THAT 1 EXTRA BE 
AUTHORIZED FOR REPAIR CYCLE. UNIT COST OF 10 EA 
PROCURED FOR FOG WAS $545.00. PLEASE 
ADVISE YOUR THOUGHTS ON AUTHORIZING PROCUREMENT OF 
5 ADDITIONAL. 
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